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This: Library Memo announces the release and availability of ‘‘Sperry Univac® 90/25, 90/30 and 90/40 Data 
Processing Systems Documentation Configuration Chart’’, UP-8211 Rev. 3. This chart is a Standard Library Item 
(SLI). 


This revision of the documentation configuration chart illustrates the publications available to support the various 
hardware and software components of the SPERRY UNIVAC 90/25, 90/30, and 90/40 Data Processing Systems as 
of July 1979. The new publications added to this chart are shaded. The types of publications referenced on this 
chart include: 


Component Description (CD) Manuals 
These manuals are provisional in nature and are intended to introduce a hardware component or subsystem. 
Functional Description (FD) Manuals 


These manuals are technical in nature and serve to describe the functional characteristics of a hardware 
component or subsystem. 


General Description (GD) and General Information (GI) Manuals 


These manuals are intended primarily as marketing aids. They provide an overview of their subjects. The 
system description manual is one of the publications in this category. 


Introduction Manuals (IM) 

These manuals provide an introductory overview of a particular system concept or software element. They are 
intended for users who wish to understand the purpose and capabilities of a system without having to delve 
into its operation. These documents also serve as marketing aids. 

Reference Manuals 

Manuals of this type include programmer reference (PR), operator reference (OR), subsystem reference (SR), 


and supplementary reference (SUPPL) manuals. These manuals are intended to be used as quick-reference 
manuals by both system operators and programmers. 





Mailing Lists BZ, i Mailing Lists 18, 19, 20, 21, 75 and 76 | Library Memo 


CZ and MZ : (1 page) 





August, 1979 


|__ 80/2, 90/30, 90/40 Systems _ 





s Summaries (S} 





These manuals, booklets, or cards, summarize reference materials concerning instruction codes, statement 
formats, etc., in tabular format. 


a User Guides (UG) 
These manuals provide detailed information concerning the use and capabilities of their subjects. 
a Media and Expendable Supplies (MS) 


These manuals guide the user in purchasing operating media (magnetic tape, disc packs, etc.) and/or 
expendable supplies (paper, ribbon, etc.) required for operation of a peripheral device or subsystem. 


a Operator Guides (OG) 

These manuals guide the operator in the use and operation of a peripheral device or subsystem. 
Destruction Notice: This revision supersedes and replaces ““SPERRY UNIVAC 90/30 Data Processing System 
Documentation Configuration Chart”, UP-8211 Rev. 2 released on Library Memo dated September 1976. Please 


destroy all copies of UP-8211 Rev. 1 and/or its Library Memo. 


Additional copies may be ordered by your local Sperry Univac Representative. 

















: SYSTEM INSTALLATION 


GENERAL 





SYSTEM 
DESCRIPTION 


1M, UP. 8077 
UG/PR, UP.8074 

















SUMMARY OF CURRENT 





SYSTEM MESSAGES 
PR/OR 
UP-8076 











DOCUMENTATION 
UP-8210 


HARDWARE AND 
SOFTWARE SUMMARY 
UP-8203 


1/0 SENSE DATA 
BYTE DEFINITIONS 
SUMMARY 
UP-B176 


SPOOLING AND SYSTEM 
OPERATIONS SUMMARY 
UP-8376 








LEGEND 
co = COMPONENT DESCRIPTION 

FO s FUNCTIONAL DESCRIPTION 
GD = GENERAL DESCRIPTION 

Sl . GENERAL INFORMATION 

iM = INTRODUCTION MANUAL 

us = MEDIA SUPPLY 

OG = OPERATOR GUIDE 

OA = OPERATOR REFERENCE 

PR = PROGRAMMER REFERENCE 

s . SUMMARY 

SR = SUBSYSTEM REFERENCE 
SUPPL = SUPPLEMENTARY REFERENCE 
UG = USER GUIDE 


NEW PUBLICATIONS 


LANGUAGE 


EXECUTIVE PROCESSORS 
SUPERVISOR ASSEMBLER 
1M, UP-B058 1M, UP-8030 
UG, UP-8075 UG, UP-8061 
PR, UP-8241 PR, UP-8227 


REPORT PROGRAM 
GENERATOR (RPG ti} 
IM, UP-8004 
UG, UP-8067 
PR, UP-8044 
S, UP-8253 


JOB CONTROL 
1M, UP-8053 


UG, UP-8065 
PR, UP-8217 


BASIC COBOL 
SUPPL, UP-8057 
S, UP-8056 


EXTENDED COBOL 
SUPPL, UP-8059 
S, UP-8055 


FORTRAN 
SUPPL, UP-8193 
S. UP-8348 








SUPPORT 
PROGRAMS 





APPLICATIONS 





DATA MANAGEMENT 
IM, UP-8031 


UG, UP-8068 
PR, UP-8159 








SYSTEM SERVICE 
PROGRAMS 
IM, UP-8043 
UG, UP-8062 

PR, UP-8209 


DATA UTILITIES 
JM, UP-8051 
UG/ PR, UP-8069 
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SORT/MERGE 
1M, UP-8073 
UG, UP-8342 
PR, UP-8054 













= 
9200/9300 


EMULATION/CONVERSION 
IM, UP-8066 


UG/PR, UP-8063 
S, UP-8144 


360/20 
EMULATION/CONVERSION 
§M, UP-8002 
UG/PR, UP-8064 
S, UP-8145 











EXTENDED FORTRAN 


SUPPL 
UP-8262 





“INCLUDES 8414 DISK SUBSYSTEM INFORMATION 
NOTES: 
Only the basic UP number is given in this configuration. 


The user should alweys refer to the current version of 
any document. 


















DATA BASE 
MANAGEMENT 
SYSTEM 90 (DMS 90) 


DMS 90 DATA 
DESCRIPTION 
LANGUAGE 
UG/PR, UP-8022 


OMS 90 DATA 
MANIPULATION 
LANGUAGE 
UG/PR, UP-8036 


DMS 90 SYSTEM 
SUPPORT 
FUNCTIONS 
UG/PR, UP-8272 


INFORMATION 
MANAGEMENT 
SYSTEM 90 
{IMS 90) 
IM, UP-8026 





IMS 90 
SYSTEM 
SUPPORT 

FUNCTIONS 
UG/PR, UP-8364 








NIVAC 90/25, 
1, 90/40 
OCESSING 
STEM 
ENTATION 


MMUNICATIONS 


OPERATIONS HARDWARE 





INTEGRATED 
-OMMUNICATIONS 
“ESS METHOD (ICAM} 

iM, UP-8042 

UG, UP-8194 

PR, UP-8269 





90/30, 90/30B, 90/40 PROCESSOR 
OPERATIONS PR, UP-8052 
HANDBOOK OR, UP-8097 
OR, UP-8072 


INTEGRATED 
PERIPHERAL 
CHANNEL 
PR 
UP-8041 


8411 DISK 
SUBSYSTEM 
GD, UP-7704.5 
CD, UP-7605 
PR, UP-7977° 
OR, UP-7802° 


13 DISKETTE 


8414 DISK 

SUBSYSTEM 
CD, UP-7691 
PR, UP-7977 
OR, UP-7802 


8418 DISK 
SUBSYSTEM 
OR, UP-8361 
SR, UP-8362 





8430/8433 DISK 
SUBSYSTEM 
OR, UP-8343 
SR, UP-8344 


UNISERVO VI-C 
TAPE SUBSYSTEM 
PRIOR 
UP.7644 


UNISERVO 12/16 
TAPE SUBSYSTEMS 
PR/OR, UP-7661 

SUR-8208 


UNISERVO 20 
TAPE SUBSYSTEM 
OF, UP-7956 


UNISERVO 10 AND 14 
TAPE SUBSYSTEMS 
GD, UP-8206 
OR, UP-8207 

SR, UPS 


0716 CARD 
READER 
OR 
UP-7921 


0717 CARD 
READER 


GD, UP-8196 
OR, UP-8089 


0604 CARD 
PUNCH 
PR, UP-7772 
OR, UP-7773 





0605 CARD 
PUNCH 


GD, UP-8192 
OR, UP-8088 





0768 PRINTER 
PR/OR 
UP-7688 


0770 PRINTER 
PR, UP-8016 
OR, UP-7938 


0773 PRINTER 
GD, UP-8191 
OR, UP-8086 


0776 PRINTER 
GD, UP-8354 
OR, UP-8250 








0820 PAPER 
TAPE SUBSYSTEM 
Gi, UP-7669 


GD, UP-7595 
PR, UP-7998 
OR, UP-7830 





COMMUNICATIONS 
ADAPTER 
GD, UP-8273 
SR, UP-8247 





UNISCOPE 100 
GO, UP-8155 
PR, UP-7807 
OR, UP-7788 


COMMUNICATIONS 
OUTPUT PRINTER 
FD, UP-7939 





DCT 500 DATA 
COMMUNICATIONS 
TERMINAL 
GD, uP.7804 
PR, UP-7836 
- OR, UP-7832 













OCT 1000 DATA 
COMMUNICATIONS 
TERMINAL 
GD, UP-7782 
PR, UP-7859 
OR, UP-7827 





OCT 2000 DATA 
COMMUNICATIONS 
TERMINAL 
iM, UP-7553 
GD, UP-7511 
PR, UP-7532 
OR, UP-7545 
GI, UP-7640 





2703 OPTICAL 
DOCUMENT 
READER 
GD, UP-7710 
PR, UP-7993 
OR, UP.7994 


1004/1005 CARO 
PROCESSOR 
OR 








UP-7839 
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